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Message Text 


UNCLASSIFIED 

PAGE 01 BAGHDA 00206 041116Z 

53 

ACTION NEA-09 

INFO OCT-01 ISO-OO EB-07 /017 W 

008939 

R011045Z MAR 75 
FM USINT BAGHDAD 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 1692 
AMEMBASSY BEIRUT 
AMEMBASSY TEHRAN 

UNCLAS BAGHDAD 0206 

BEIRUT FOR RTDO 

EO 11652: N/A 
TAGS: BEXP, IZ 

SUBJECT: SUPPLY OF SATURATED STEAM BOILER 

1. 505/01/T-48 

2. 030175 

3. T.P. KILLOUGH 

4. 505 IRAQ 

5. N 

6A. WRITE TO - IRAQI CEMENT PUBLIC COMPANY, 

P.O. BOX 2050, ALWIYAH, BAGHDAD 
CABLE - CEMENT BAGHDAD 

6B. DIRECTOR GENERAL 

6C. STATE ORGANIZATION FOR CONSTRUCTION INDUSTRIES, 
ISMAIL AL-TAMIMI BLDG., OPP UNKNOWN SOLDIER, BAGHDAD 

7. l/H/75 

8. 033075 
UNCLASSIFIED 

UNCLASSIFIED 
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9.201 

10. 1972 SIC: 3443336. SUPPLY OF ONE SATURATED STEAM 
BOILER, CAPABLE OF SUPPLYING 3 METRIC TONS/HR (OR 
NEAREST) OF SATURATED STEAM AT A WORKING PRESSURE OF 
8 KG/CM 2. BOILER TO BE EQUIPPED WITH MECHANICAL 

AND ELECTRICAL SAFETY DEVICES AND WITH TWO OIL 
BURNERS FULLY MODULATING AND AUTOMATIC. 

1 1 . TENDER FUNDED BY GOVERNMENT. COPY OF SPECIFICATIONS AND 
CONDITIONS AIRMAILED USDOC. 

LOWRIE 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 01 MAR 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975BAGHDA00206 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750075-0370 
From: BAGHDAD 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750392/aaaadewt.tel 

Line Count: 73 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION NEA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: buchantO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 31 MAR 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <31 MAR 2003 by HageRS>; APPROVED <03 DEC 2003 by buchant0> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: SUPPLY OF SATURATED STEAM BOILER 
TAGS: BEXP, IZ 
To: COM 
Type: TE 
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